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Important Notices 


This document is a development standard adopted by Quarter-Inch Cartridge Drive Standards, Inc. (QIC). This document may be revised 
several times during the development cycle. It is intended solely as a guide for companies interested in developing products which can be 
compatible with other products developed using this document. QIC makes no representation or warranty regarding this document, and 
any company using this document shall do so at its sole risk, including specifically the risks that a product developed will not be 
compatible with any other product or that any particular performance will not be achieved. QIC shall not be liable for any exemplary, 
incidental, proximate or consequential damages or expenses arising from the use of this document. This development standard defines 
only one approach to the product. Other approaches may be available in the industry. 


This development standard is an authorized and approved publication of QIC. The underlying information and materials contained herein 
are the exclusive property of QIC but may be referred to and utilized by the general public for any legitimate purpose, particularly in the 
design and development of quarter-inch cartridge tape drive subsystems. This development standard may be copied in whole or in part 
provided that no revisions, alterations or changes of any kind are made to the materials contained herein. Only QIC has the right and 
authority to revise or change the material contained in this development standard, and any revisions by any party other than QIC are 
totally unauthorized and specifically prohibited. 


Compliance with this development standard may require use of one or more features covered by proprietary rights (such as features 
which are the subject of a patent, patent application, copyright, mask work right or trade secret right). By publication of this development 
standard, no position is taken by QIC with respect to the validity or infringement of any patent or other proprietary right, whether owned 
by a Member or Associate of QIC, or otherwise. QIC hereby expressly disclaims any liability for infringement of intellectual property rights 
of others by virtue of the use of this development standard. QIC has not and does not investigate any notices or allegations of infringement 
prompted by publication of any QIC development standard, nor does QIC undertake a duty to advise users or potential users of QIC 
development standards of such notices or allegations. QIC hereby expressly advises all users or potential users of this development 
standard to investigate and analyze any potential infringement situation, seek the advice of intellectual property counsel, and, if indicated, 
obtain a license under any applicable intellectual property right or take the necessary steps to avoid infringement of any intellectual 
property right, QIG expressly disclaims any intent to promote infringement of any intellectual property right by virtue of the evolution, 
adoption, or publication of any QIC development standard. 
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Introduction © 


1.1 Scope. This standard provides the requirements for a 
tape cartridge to be used for information interchange among 
information processing systems, communication systems, and 
associated equipment utilizing a standard code as agreed upon 
by the interchange parties. This standard deals solely with 
the requirements for recording on magnetic tape. Compliance 
with the standard for unrecorded tape, Proposed American 
National Standard Unrecorded Magnetic Tape and Cartridge for 
Information Interchange 12/24-Track, Serial, 0.250 inch (6.35 
mm), 12 500 ftpi (492 ftpmm) ANSI-X3.XX-198X is a requirement 
for information interchange. The unrecorded standard provides 
the general requirements, definitions, physical and magnetic 
tape characteristics, and the tape-cartridge requirements. 


The use of a labeling standard, such as American National 
Standard Tape Label and File Structure for Information 
Interchange, ANSI X3.27 will support data interchange between 
data processing systems. 


CAUTION NOTICE: The user's attention is called to the 
possibility that compliance with this standard may require use 
of an invention covered by patent rights. By publication of 
this standard, no position is taken with respect to the 
validity of this claim or of any patent rights in connection 
therewith. However, the patent holder has filed a statement 
of willingness to grant a license under these rights on 
reasonable and nondiscriminatory terms and conditions to 
applicants desiring to obtain such a license. No 
representation or warranty is made or implied that this is the 
only license that may be required to avoid infringement in the 
use of this standard. 


1.2 Purpose. This standard defines the requirements and 
supporting test methods necessary to ensure information 
interchange at acceptable performance levels. It is distinct 
from a specification in that it delineates a minimum of 
restrictions consistent with compatibility in interchange 
transactions. 


The performance levels contained in this standard represent 
the minimum acceptable levels of performance for data 
interchange purposes. They, therefore, represent the 
performance levels that the interchange items should meet or 
surpass during their useful life and, thus, define end-of-life 
criteria for interchange purposes. The performance levels in 
this standard are not intended to be employed as substitutes 
for purchase specifications. 


Wherever feasible, quantitative performance levels that must 
be met or exceeded to comply with this standard, are given. 

In all cases, including those in which quantitative limits for 
requirements falling within the scope for this standard are 
not stated but left to agreement between the interchange 


3.0 


parties, standard test methods and measurement procedures 
shall be used to determine such limits. 


The original dimensions and quantities for all numeric values 
in this standard are in U.S. Customary units (similar to 
British Imperial units) and centimeter-gram-second 
electromagnetic units (cgs-emu). Conversions of these units 
to the International System of Units (SI) have been 
incorporated in accordance with the procedures described in 
American National Standard Metric Practice, ANSI/IEEE 
268-1982. Units of either of the two measurement systems may 
be referred to, but the two systems should not be intermixed 
or reconverted. Conversions of toleranced dimensions and 
quantities in this standard have been performed in accordance 
with Method A of ANSI/IEEE 268-1982 and International Standard 
Tolerance Dimensions-Conversions from Inches into Millimeters 
and Vice Versa, ISO 370-1975 to maintain the implied 
correspondence between the accuracy of the original data and 
the number of significant digits and rounding of the converted 
values. In the national standards of ISO member bodies, 
additional rounding may be done to produce "preferred" values. 
These values should lie within or close to the original 
tolerances. 


Except as indicated above, interchange parties complying with 
the applicable standards should be able to achieve 
compatibility without the need for additional exchange of 
technical information. 


1.3 Conformance. A magnetic tape cartridge conforms to this 
standard if it satisfies all mandatory requirements of this 
standard. 


Reference Standards 


2.1 American National Standards. This standard is intended 
for use in conjunction with the following American National 
Standards. When these standards are superseded with a 
revision approved by the American National Standards 
Institute, Inc., the revision shall apply. Copies are 
available from the American National Standards Institute, 
Inc., 1430 Broadway, New York, NY 10018. 


The "Unrecorded Magnetic Tape Mini Cartridge," (Give ANSI 
number). | 


Definitions 


The following definitions, listed in alphabetical order, and 
those given in the American National Standard Dictionary for 


Information Processing, ASC X3/TR-1-82, apply to this 
standard: 


allocation unit. The minimum increment of storage which may 


be utilized or accessed. 


alternate block. A block set aside at format time, 


highlighted as an alternate storage location for a 
flawed block detected during normal operation. 


amplitude reference tape. The tape used to establish the 


standard reference amplitude when it is recorded with 
continuous ONES at 12 500 ftpi (492 f£tpmm). 

Note: A master standard amplitude reference tape has 
been established at the National Bureau of Standards 
(NBS) for the physical recording density of 12,500 ftpi 
(492 ftpmm). Secondary amplitude reference tapes are 
available from NBS under the part number SRM XXXXXxX.: 


For ordering information contact: Office of Standard 
Reference Material, Room B311, Chemistry Building, 
National Bureau of Standards, Gaithensburg, MD 20899. 


beginning-of-tape (BOT) marker. The BOT marker is a set of 


bit. 


two holes punched in the tape. There are three sets of 
holes provided, the innermost of which is used for the 
purpose of identifying the storage position for the 
cartridge. In the storage position, all of the 
permissible recording area is wound on the supply hub and 
is protected by at least one layer of tape. The 
additional sets of holes are used to ensure reliability 
of detection. 


A Single digit in the binary number system. 


bit-cell. A distance along a recorded track between the flux 


transitions of adjacent bits. 


block. A group of three frames utilized as a unit, and 


byte. 


contained on a single track. 


A group of eight (8) data bits (10 encoded bits) that 
are operated on as a unit. 


cyclical redundancy check code (CRCC). A five-byte code 


computed over the record excluding the preamble, 
postamble, and start-of-data mark used to provide error 
detection. [Note: The CRCC is recorded after the data 
and before the postamble in a data record]. 


early warning (EW) marker. The EW marker is one hole in the 


tape indicating the approaching end of the permissible 
recording area for even numbered tracks and indicating 


the approaching start of the permissible recording area 
for odd numbered tracks. 


end-of-tape (EOT) marker. The EOT marker is a single hole 
punched in the tape. There are three holes along a 
Single line. The first to pass the photosensor during 
forward operation indicates that the permissible 
‘recording area has been exceeded. The additional holes 
are used to ensure reliability of detection. 


erase. To remove all magnetically recorded information from 
the tape. 


error correcting codes (ECC). A special sequence of bytes 
used for error detection and correction. 


flawed block. A block containing one or more highlighted 
flawed frames detected during a tape certification 
process or during normal tape operations. 


flawed frames. Frames which have been determined to have 
media defects. 


flux transition position. The point that exhibits the maximum 
free-space surface flux density normal to the tape 
surface. 


flux transition spacing. The distance on the magnetic tape 
between successive flux transitions. Usually expressed 
as flux transitions per inch (ftpi) or flux transitions 
per millimeter (ftpmm). 


forward direction. Tape motion from supply reel (BOT end) to 
take-up reel (EOT end). 


frame. An element of a block consisting of a pair of records 
made up of an ID record followed by a non-ID record. 


group-coded recording (GCR). A recording technique that 
collects 4-bit groups of data bits and encodes them into 
5-bit groups prior to recording them on magnetic tape. 


interleave. This is an organization obtained by inserting a 
number of non-logically connected frames between frames 
which are logically connected. 


interleave factor. This is the ratio of the total number of 
frames to the number of frames which are logically 
connected. 


inter-record gap. A section on a tape track separating 
records of information. 


load point (LP) marker. A single hole punched in the tape 
indicating the approaching start of the permissible 
recording area for even numbered tracks and indicating 
the end of the permissible recording area for odd 
numbered tracks. 


logical block. A physical block whose location is determined 
based upon defect mapping. 


magnetic tape. A tape that accepts and retains magnetic 
‘signals intended for input, output, and storage of data 
for information processing. 


manufacturer's block. The first three consecutive frames on 
each track set aside for the control and listing of media 
flaws determined during the format process. 


nonoverlap. A relationship between the physical location of 
consecutive blocks of data. The first logical block 
frames are followed by the second logical block frames. 


overlap. A relationship between the physical location of 
consecutive blocks of data. The first logical block 
frames are alternated with the second logical block 
frames. . 


overwrite. The process of recording new information over 
previously recorded information on a discrete section of 
tape. 


parallel recording. A technique for simultaneously recording 
two or more records independently on two or more tracks. 


physical block. A block whose location is determined by 
defined calculations based on the number of frames per 
track and interleave. 


physical recording density. The number of recorded flux 
transitions per unit length of track, e.g. flux 
transitions per inch (ftpi) or flux transitions per 
millimeter (ftpmm). 


postamble. A sequence of binary bits recorded at the end of 
each record on a magnetic tape to isolate data from the 
tape magnetization. 


preamble. A sequence of binary characters recorded at the 
beginning of each record on a magnetic tape to provide 
electronic synchronization when reading in the forward 
direction of tape travel. 


record. A group of consecutive bits comprising the preamble, 
Start-of-date marker, record-type marker, optional data 
field, ID field, CRC, and postamble. 


reference tape cartridge. A magnetic tape cartridge selected 


for a specific property to be used for calibrating 
purposes. 


reverse direction. Tape motion from take-up reel (EOT end) to 
supply reel (BOT end). 


secondary reference tape cartridge. A tape cartridge intended 
for routine calibrating purposes, the performance of 


which is known and stated in relation to that of the 
Reference Tape Cartridge. 


Signal amplitude reference tape cartridge. A reference tape 


cartridge selected as a standard for signal amplitude and 
reference field. 


standard reference amplitude. The average peak-to-peak signal 
amplitude output from the master standard amplitude - 
reference tape when it is recorded with the standard 
measurement current on the NBS meaSurement system at the 
test physical recording density. The Signal amplitude 
shall be averaged over at least 12 500 flux transitions. 
Traceability to the standard reference amplitude 


reference level is provided by the secondary amplitude 
reference tapes. 


thread. A series of logically associated frames, each of 


which is physically separated by one or more interleaved 
frames. 


track. A longitudinal area on the tape along which a series 
of magnetic signals can be recorded. 


uselog block. Three consecutive frames located on each track 
of the tape. These frames are located immediately after 
the manufacturer's block. 


RECORDING 


4.1 Cartridge Conditioning. Before use, the cartridge shall 
be conditioned by exposure to the operating environment for a 
time at least equal to the period during which it has been out 
of the operating environment (up to a maximum of 8 hours). 

The cartridge shall also be conditioned by running the tape 
one complete end-to-end pass in any of the following cases: 


1) Each time that it is inserted in a drive. 

ii) After prolonged operation over a limited area. 

iii) When the temperature change to which the cartridge has 
been exposed is greater than 17 degrees C (30 degrees F). 


4.2 Method. The method of recording shall be the "non-return 
to zero, change on one" (NRZ1) where a "one" is represented by 
a flux transition occurring in the bit-cell and a "zero" 1S 
represented by the absence of a flux transition 1n the 


bit-cell. 


4.3 Encoding. Each 8-bit data is separated into two 4-bit 
groups. Each 4-bit group is encoded into a 5-bit GCR group 
for recording on the magnetic tape cartridge. The most 
significant group is recorded first. The encoded data has 
the property that no more than two consecutive "zeros" shall 


occur. The translation table for data groups (B3, B2, Bl, BO) 
and GCR groups (G4, G3, G2, Gl, GO) shall be in accordance 
with Table 1. GCR bit G4 is recorded first. 


ENCODING 
HEX B3 B2 Bl BO G4 G3 G2 Gl GO HEX 
0 0 0 0 0 a 1 0 0 1 19 
a 0 0 0 1 ig 1 0 1 1 1B 
2 0 0 1 0 1 0 0 1 - 0 12 
3 0 0 1 1 1 0 0 1 1 13 
4 0 1 0 0 1 1 1 0 1 1D 
5 0 1 0 1 1 0 1 0 ea 15 
6 0 1 1 0 1 0 1 1 0 16 
7 0 1 1 1 1 0 1 1 1 17 
8 1 0 0 0 1 1 0 1 0 1A 
9 1 0 0 1 0 1 0 0 1 09 
A 1 0 1 0 0 1 0 1 0 OA 
B 1 0 1 1 0 1 0 1 1 OB 
C 1 1 0 0 1 1 1 1 0 1E 
D 1 1 0 1 0 a - 0 1 OD 
E L 1 1 0 0 1 1 1 0 OE 
E 1 1 1 1 0) 1 1 1 1 OF 
TABLE 1 


4.4 Nominal Density. The maximum nominal density (flux 
transition in every bit-cell) shall be 12 500 flux transitions 
per inch (492 flux transitions per millimeter). 


4.5 Nominal Bit-Cell Length. The nominal bit-cell length 
shall be 80.00 microinches (2.03 micrometers). 


4.6 Average Bit-Cell Length Variations. 


4.6.1 Average Bit-Cell Length. The average bit-cell length 
is the distance between N+1l flux transitions divided by n. 


4.6.2 Long-Term Average Bit-Cell Length. The long-term 
average bit-cell length shall be the average bit-cell length 
measured over the data fields of 20 contiguous frames. The 
long-term average bit-cell length shall be within + 5% of the 
nominal bit-cell length. 


4.6.3 Short-Term Average Bit-Cell Length. The short-term 
average bit-cell length shall be the average bit-cell length 
measured over 16 bit-cells of the preamble prior to the 
start-of-data marker, as described in Section 6, Tape Format. 
The short-term average bit-cell length shall be within + 7% of 
the nominal bit-cell length. 


4.6.4 Rate of Change. The rate of change of the bit-cell 
length shall not exceed 0.25%. The rate of change is given by 
the relationship in Figure 1. 


Rate of Change = (t1/4) - (t2/4) 
t3/5 


Where tl, t2, and t3 are the times between flux transitions as 
shown below. Periods 1 through 5 are contiguous and represent 
the repetitive data pattern 101010 within a data block: 


RATE OF CHANGE 


FIGURE 1 


4.7 Instantaneous Flux Transition Spacing. The instantaneous 
Spacing between flux transitions is influenced by the writing 
process, the pattern recorded (pulse crowding effect) and 
other factors. Instantaneous spacings between flux 
transitions shall satisfy the following conditions: 


In a sequence of flux transitions defined by bit pattern 
11100111, the center flux transitions (designated by "X's" in 
Figure 2) of each group of ONE's is called a Reference Flux 
Transition. This pattern is present in every record in the 
last 4-bits of the start-of-data marker and the first 4-bits 
of the record-type marker. The maximum displacement of flux 
transitions between the reference flux transitions shall not 
deviate by more than 35% of the nominal bit-cell length (dl), 
averaged over the five bit-cells between the reference flux 
transitions indicated in the bit pattern below. xX denotes the 
Reference Flux Transitions. 


INSTANTANEOUS FLUX TRANSITION SPACING 


1 1 1 0 0 1 1 1 
ae X fe ey ee | ee X 
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FIGURE 2 


di is the nominal bit-cell length. 
(1.35 * dl) > d2 > (0.65 * dl) (1.35 * dl) > d3 > (0.65 * dl) 


The tolerance of the long-term average spacing and of the 
short-term average spacing are included in this deviation. 


4.8 Signal Amplitude Reference Tape Cartridge. A signal 
amplitude secondary reference tape cartridge (which will be 
supplied by the tape cartridge manufacturer pending 
availability of Standard Reference Material from the National 
Bureau of Standards) is a magnetic tape cartridge which has 
been calibrated against an interim Standard Reference 
Amplitude Tape, which has been selected as a standard for 
signal amplitude when recorded at 12 500 flux transitions per 
inch (492 flux transitions per millimeter). The interim 
Standard Reference Amplitude Tape is maintained by the 
manufacturer. 


4.9 Average Standard Reference Amplitude. The average 
standard reference amplitude is the peak-to-peak signal 
amplitude averaged over a minimum of 12 500 consecutive flux 
transitions derived from the Signal Amplitude Reference Tape 
Cartridge when it is recorded at a density of 12 500 ftpi and 
at a recording current of between 155% and 165% of the current 
required to produce the Reference Field at 12 500 ftpi. The 
reference field is a minimum field which, when applied to the 
Signal Amplitude Reference Tape cartridge, causes a Signal 
output equal to 95% of the maximum achievable output at the 
specified test density. 


4.10 Signal Amplitude. 


4.10.1 Average Signal Amplitude. The average peak-to-peak 
Signal amplitude of an interchanged tape at 12 500 ftpi shall 
deviate no more than +50% or -35% from the Average Standard 
Reference Amplitude. This averaging shall be made over the 
central 100 flux transitions of the 125 contiguous flux 
transitions of the preambles of at least 120 non-ID records. 


4.10.2 Maximum Signal Amplitude. The peak-to-peak signal 
amplitude of any interchanged tape recorded at 4167 ftpi (164 
ftpmm) shall be less than 3 times the Average Standard 
Reference Amplitude. 


4.10.3 Minimum Signal Amplitude. To be considered valid, a 
frame of an interchanged tape shall contain no adjacent flux 
transitions whose peak-to-peak signal amplitude is less than 
25% of the Average Standard Reference Amplitude. 


4.11 Overwrite. In an interchanged tape cartridge recorded 
with the longest wavelength and overwritten with the shortest 
wavelength, the amplitude of the residual long wavelength 
Signal shall not exceed 6% of the amplitude of the shortest 


= 40 - 


wavelength signal, when measured with a spectrum analyzer 
with a sampling bandwidth of 1% of the overall system 
bandwidth, which is determined by the shortest wavelength 
recorded. | | 


4.12 Azimuth. The angular deviation of the mean flux . 
transition lines from the line normal to the tape cartridge 
reference edge shall be less than 9 minutes of arc. 


5.0 TRACKS 


5.1 Number and Use of Tracks. There shall be multiple 

numbered tracks. Even numbered tracks shall be recorded in 
the forward direction of tape movement. Odd numbered tracks 
Shall be recorded in the reverse direction of tape movement. 


5.1.1 Even and Odd Tracks. Data for interchange shall be 
recorded between load-point marker and the early-warning 
marker a shown in Figure 3. | 


1 i i 1 
BOT LP >>>>>>>>>>>>>> EVEN TRACKS >>>>>>>>>>>>>> EW EOT 
1 
Dn eae a ae oe a a a a pa a ae at Dak ate 


I I 
i I I f 
! ae | 1 
BOT = EW <K<<KKKKKK<KKK< ODD TRACKS <<<céccccecccce LP EOT 
a ee fae eee res zeae aes Arey Nene eae Seoieemene soe esas ree 
FIGURE 3 


5-1.1.1 Even Tracks. Even tracks shall be recorded in the forward 
direction only. All even tracks shall start a minimum of 3 inches 
(76mm) and a maximum of 4 inches (102mm) after (in the forward 
direction) the load-point marker. 


ca Ieee oe Odd Tracks. Odd tracks shall be recorded in the 
reverse direction only. All odd tracks shall start a minimum 
of 1 inch (25mm) and a maximum of 2 inches (51mm) after (in 
the reverse direction) the early-warning marker. 


Se2 Reference Edge. The edge of the tape nearest the tape 
cartridge base, as defined in the "Unrecorded Magnetic Tape 
Mini Cartridge" is the datum for track location. 


5.3 Track Format. The Track Format shall consist of parallel 
tracks as shown in Tables 2 and 3. 


oe ae 


12 TRACK FORMAT 


‘<BoT CARTRIDGE UPPER EDGE BOT. > 
| > d08 = 0.2125 in. | a 408 = 5.398 mm ---| | 
|< 405 = 0.1925 in. | ~~ 405 = 4.890 mn ---1 | 

vr] > d04 = 0.1725 in. | =. 404 = 4.381 mm ---| | 
Ri < 401 = 0.1525 in. | s 401 = 3.873 mm ~~~! | 
Al > 400 = 0.1325 in. | 5 400 = 3.366 mm ---|— ! 
c| < d03 = 0.1125 in. | | a03 = 2.858 mm ---|— | 
Ki > d02 = 0.0925 in. | 402 = 2.350 mm ---| | 
si< d07 = 0.0725 in. | a 407 = 1.841 mm ---| B 
I> 06 = 0.0525 in. | d06 = 1.334mm 0 ---! 
|< @il = 0.0325 in. | on all = 0.826 mm ---| ! 
eet se a ae ee ae Oe 
[Sennen pear sete nee ae een eee eee | A ! 


| CARTRIDGE REFERENCE EDGE 
< BOT EOT > 


Reference Edge to Track 
Centerline + 0.051 mm 


Reference Edge to Track 
Centerline + 0.0020 in. 


! 

! 

I 

! 

| 

I 

| 
Tape Width and Tolerance | Tape Width and Tolerance 
= 0.2470 in. + 0.0005 in. | = 6.274 mm + 0.013 mm 
| 
1 
J 
l 
! 
I 
1 
I 
| 
H 


Track Centerline Spacing 


= 0.0200 in. + 0.0020 in. = 0.508 mm + 0.051 mm 


dxx is the centerline of a track to the reference edge 


{ 
{ 
1 
H 
] 
! 
I 
' 
I 
| 
| 
I 
{ 
i] 
Cj Track Centerline Spacing 

| 
| 
{ 
| 
| 
| 
| distance (where xx is the track number). 
{ P 2 


TABLE 2 


= Ye 


24 TRACK FORMAT 
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< BOT 


CARTRIDGE REFERENCE EDGE 


TABLE 3 


> 


tw 


Q 


Reference Edge to Track 
Centerline + 0.0015 in. 


Tape Width and Tolerance 
= 0.2470 in. + 0.0005 in. 


Track Centerline Spacing 
= 0.0100 in. + 0.0015 in. 


ae be ae 


ee ce ce ce ee ee ee ee ee ee ee ee ee ee ee 


TABLE 3 cont. 


5.4 Track Dimensions. 


5.4.1 Track Width. 


ae 4c1 ad 


4. 


eee re ny 


0.0060 + 0.0005 inches (0.152 + 0.013 mm). 


Reference Edge to Track 
Centerline + 0.038 mm 


Tape Width and Tolerance 
= 6.274 mm + 0.013 mm 


Track Centerline Spacing 
= 0.254 mm + 0.038 mm © 


axx is the centerline of a track to the reference edge 
distance (where xx is the track number). 


12-Track Format, Trim/Straddle Erase R/W Heads. 
width of the active data area of the recorded track shall be 
0.0100 + 0.0005 inches (0.254 + 0.013 mm) as shown in Figure 


24-Track Format, Trim/Straddle Erase R/W Heads. 
width of the active data area of the recorded track shall be 


TRIM/STRADDLE ERASE R/W HEADS 


(ACTIVE AREA) 


ERASE AREAS 


i] 
. 


---») 


TAPE 
TRAVEL 


cc re ee ee ee a ee ee ee ee ee ee ee ee ee we es 


The 


The 


FIGURE 4 
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5.4.1.3 12-Track Format, Wide-Write/Narrow-Read R/W Heads. 
The total width of the written data area of the recorded track 
shall be 0.0190 + 0.0005 inches (0.483 + 0.013 mm) as shown in 
Figure 5. 


5.4.1.4 24-Track Format, Wide-Write/Narrow-Read R/W Heads. 
The total width of the written data area of the recorded track 
shall be 0.0080 + 0.0010 inches or -0.0005 inches (0.203 + 
0.025 mm.or -0.013 mm) 


WIDE-WRITE/NARROW-READ R/W HEADS 


WRITE ONLY AREAS 


FIGURE 5 


TAPE FORMAT 


All records shall conform to the generalized record 
organization as shown in Figure 6. Certain fields within 
records are optional or may have a different definition 
depending on the record type. In any given formatted 
cartridge, only fixed-length records shall be employed. 


The word format (16 bits) is two bytes long, the first byte 
being the least significant byte and the second byte being the 
most significant byte. 

6.1 Generalized Record Organization. 


GENERALIZED RECORD 


mere! eee | eee 
a ed 


KAS Sea SR SSr Sea Record<<-<<<-<=-----+-- >! Inter-Record 
i P {S TRI a ee ae a 
/ R |O |E DATA !2r! rR! o | 
. 3B 2D Pe BrEED tops tect. os. | 
1 oA | 1 | (NON-ID | |! ior 4 
| M {M !T ! RECORDS)! F! F! A |! 
/ B tA ty! onty !r! <r! | 
ares PEL EL 3 | 
| aes poe eo 
! oe ae al ae ee 
| I I 
I 
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6.2 Inter-Record Gap. Each record shall be followed by an 
associated inter-record gap that separates records. There are 
two types of inter-record gaps, the post-data gap and the 
post-id gap. They may consist of erased media or may contain 
any flux reversal pattern other than a data pattern preamble. 


6.3 Preamble. The preamble shall contain a minimum of 300 
and a maximum of 320 flux transitions recorded at the maximum 
normal recording density of 12 500 flux transitions per inch 
(492 flux transitions per millimeter). The preamble shall be 
used to synchronize the data separator in the read electronics 
to the data frequency. The preamble shall consist of the GCR 
pattern G4=1, G3=1, G2=1, Gl=1 and GO=1. 


6.4 Start-of-Data Marker. The start-of-data marker shall 
identify the start of the active (non-preamble) area of the 
record and shall consist of the GCR pattern in Table 4. The 
First Group shall be recorded first. 


START OF DATA MARKER 


1G4 G3 G2 Gl GO G4 G3 G2 Gl GO! 
| | 
| | 
tL ny 1 1 1 1 1 1 Z Gg} 
First Group Last Group 
TABLE 4 


6.5 Record-Type Marker. The record-type marker shall 
identify the type of record, as indicated in Table 5. 


Cees may ae eee 


Where: 
Ss is always 15 (all bits set on). See Section 4, Recording. 
rr is the record type. 


RECORD-TYPE MARKER 


Marker Record Type 


Data record 

ID record 
Manufacturer's record 
Parity record 
File-system record 
Uselog record 
Unassigned (reserved) 


Ou BWNF- © 


I 
hr 
uw 


ce ce cs ce ee ce ce ee ee ee ee ee ee ee ee oe ee ee 
ee ee we ee ee ee ee ee ee ee ee ae we ee ee 
ce ee ce ee ce ee ce ee ee ee ee ee ee ee ee oe 


TABLE 5 
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6.6 Data Field. The data field shall only be present in 
Non-ID records. In the ID records, the data field shall be 
omitted. All bytes of the data field are encoded into GCR in 
accordance with Section 4, Recording. The data field, as 
shown in Figure 7, shall contain 4160 bytes. 


6.6.1 System Data Sub-Field. The system data sub-field shall 
be the first 64 bytes of the data field and be reserved for 
recording file-system dependent data. 


6.6.2 User Data Sub-Field. The user data sub-field shall be 
the last 4096 bytes of the data field. 7 


THE DATA FIELD 


} I | 

I f t 

| ¢--SYSTEM--> | <-------- USER DATA SUB-FIELD------------ >| 

ae DATA ! (4096 bytes) 

| SUB-FIELD |! | ! 

(64 bytes) ! 
FIGURE 7 


6.7 ID Field. The ID field shall be identical in 
construction in all records but certain parameters within the 
ID field are defined differently depending upon the record 
type. Caution: The information in the ID field may be 
overridden by the contents of the uselog format descriptor 

if activated. (See Section 12.3.) 


6.7.1 ID Field of ID Record. The ID field of each ID record 
shall consist of 26 bytes which identify and define the format 
and the recording equipment. The ID field shall be encoded 
into GCR bytes in accordance with the Section 4, Recording. 
Bytes identified in Figure 8 as "ZERO" shall have all bits 
equal to zero (0). : 


StF) & 


[REROR wRwO 


Oe a ec ee ee ee ee ee a 


ce eee ne ee ce ce ce ee ee ee ee ee ee ee ee 
ee ee ee ee oe oe en ee oe ee ee 
se ee ce ee ce ates es ee ee ee ee 


(Number of Bytes in each Field) 


FIGURE 8 


The ID field of each non-ID 


shall consist of 26 bytes which 


identify and define the format, the usage environment, and the 


ID Field of Non-ID Record. 


6.7.2 


ee ape One YAO |! 


The ID field shall be encoded into GCR 


bytes in accordance with the Section 4, Recording. 
ID FIELD OF NON-ID RECORD 
T 
R 
K 
S 
/ 
py 
A 
P 
E 


record, as shown in Figure 9, 


recording equipment. 


AMHPmM WNAHMO 5 


(Number of Bytes in each Field) 


FIGURE 9 


ID Field Parameter Definitions. 


6.7.3 
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6.7.3.1 Track Number. The track number shall carry the 
number of the current physical track. Track numbers shall 
range in value from zero (0) to 23. 


[orm mUun--=>— | g<mmnmtt---> 9; 
Where: 


uu is unassigned, always equal to zero (0). 
tt is the current track number. 


During the format process, enter the proper values for each 
record type as indicated in Table 6. 


TRACK NUMBER 


6.7.3.2 Thread and Frame Number. 


6.7.3.2.1 Thread Number. The thread number shall contain the 
current thread number. . . 


| 4Srontt---> | 


[7ST TUUn=—>_ | y 


Where: 
tt is the current thread number, one (1) to seven (7). 
uu. is unassigned, always equal to zero (0). 


During the format or the operation process, enter the proper 
values for each record type as indicated in Table 7. 


THREAD NUMBER 


| rec type | data } parity | file | man. | uselog } id | 
! format | 1-7 $ 1-7 $1-7 |} 1°} 1 Z| 
| Operation | 1-7 {| 1-7 1 1-7 | 


of TSF 


6.7.3.2.2 Frame Number. The frame number shall contain the 

16 bits of the physical frame number. The bits 8 through 15 
contain the least significant byte of the frame number. The 
bits 0 through 7 contain the most significant byte of the frame 
number. Frame numbers shall range from 0 to 617+ per track on 
each track. Cartridges shall have the same maximum number of 
frames on each track. . 


Ison) 


Where: | 
ff is the current frame number. 


During the format process, enter the proper values for ence 
record type as indicated in Table 8. 


FRAME NUMBER 


| format !0-617+! 0-617+ !0-617+!0-617+! 0-617+ |0-617+! 


6.7.3.3 Error Control Method. The error control method shall 
identify the type of error correction. 


|4<---cc--->o| 


Where: 
cc is the error control method. 


ID record only with 40-bit CRC 
40-bit CRC only 

40-bit CRC plus redundant parity ECC 
through 255 = reserved. 


WNEH © 
ou it 


During the format or the operation process, enter the proper 
values for each record type as indicated in Table 9. 


ERROR CONTROL METHOD 


| rec type | data |} parity | file | man. |! uselog ! id } 
| format | 2 2 2 a ! 1 r a: 
| operation | 2 2 ewe 


90) = 


6.7.3.4 Error Correction Counter. The error correction 
counter shall identify the ordinal position within a block of 
the current frame and the total number of frames (three) ina 
block. 


7 


Where: 
cc is the current frame (1,2,3) counter in a block of frames. 


<---II--->4| 3677 TECH ==> | 


During the format or the operation process, enter the proper 
values for each record type as indicated in Table 10. 


CURRENT FRAME COUNTER PER BLOCK 


' rec type | data |} parity | file | man. | uselog } id } 
| format ' 1-2 | 3 eg: oh «Q ) be 20-4 
| operation | 1-2 | 3 11-2 | 

TABLE 10 


11 is total number of frames (three) in a block as indicated 
in Table Tis 


TOTAL FRAMES PER BLOCK 


| rec type j; data | parity | file | man. | uselog | id | 
| format Le 3 ee 1 0 0 , 0 4 
| operation ! 3 3 3 1 

TABLE 11 


6.7.3.5 Error Correction Method. The error correction method 
Shall specify the error correction scheme used by the 
recording system in terms of the level of redundancy and 
dispersion factor. 


| 7$7o HEE => 4] 4<---dd---> | 


Where: 
rr is redundancy, it is computed. as the ratio of data of 
frames to error-correction frames (parity frames). 


0 
2 


NO ECC. 
50% ECC. 


aye 


During the format or the operation process, enter the proper 
values for each record type as indicated in Table 12. 


REDUNDANCY 
(cepeaar acter ge nea EME nEP rah eee a mene ERIS ! 
| rec type {| data | parity | file | man. {| uselog ; id | 
| format i oe ! 2 he sae 7 20 0 I Qo 
|! operation | 2 2 oe 
TABLE 12 


ad is the dispersion factor as indicated in Table 13. It 
shall be zero for interchange purposes. 


DISPERSION FACTOR 


! I 
| rec type | data } parity |} file ! man. |} uselog } id } 
| format i; 0 0 r, 0 ~ £0 0 Pe 3Ost 
| operation ! 0 0 0 

TABLE 13 


6.7.3.6 Data Field Length. The data field length shall 
specify the size of the data field according to the formula, 
SIZE = 32* (n+3) where "n" is the value of the data field 
length. It shall be 127, which corresponds to the data 
field length of 4160 bytes. 


eS cee 
Where: 
11 is the data field length. 


During the format process, enter the proper values for each 
record type as indicated in Table 14. 


DATA FIELD LENGTH 


=“—— LF ce cH ee oe see Gey Gc Se GO GS GOD GD GD GND ene cee Gm tm mime ce Ge uD ee cee Dm ee) oD cm tem me a a as GD 
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6.7.3.7. Format Specification. The format specification 
shall specify the interleave factor (number of threads) used 
on the tracks, the use of parallel recoridng (number of 
simultaneously written tracks), and the use of overlapping 
frames. 


pore Ngee eet oh a ae eg 0) 


Where: 
ii is the interleave factor. 


During the format or the operation process, enter the proper 
values for each record type as indicated in Table 15. 


INTERLEAVE FACTOR 


' format | 2-7 | 2-7 +=! 2-7 |} 1 | 1 i 0 | 
! operation | 2-7 ! 2-7 | 2-7 3 

TABLE 15 
Where: 


pp is the number of tracks recorded simultaneously as 
indicated in Table 16. 


A value of one indicates single-channel, serial recording. A 
value of two indicates dual-channel, parallel recording. 


PARALLEL RECORDING 


rec type |; data ; parity | file | man. |} uselog ! id | 
! format ' 1-2 ! 1-2 | l-2 !-1-2 |! 1-2 pe 20h 
| Operation |! 1-2 ! 1-2 f 1-2 | 1-2 |! 1-2 ! 
TABLE 16 
Where: 


oo is the overlap bit as indicated in Table 17. 
0 = the logical data is nonoverlapped. 
1 = the logical data is overlapped. 
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and B2. 
and B4. 


and B2. 


Ve css closets Gi “i “tm i iS ss isochrone Sih ‘mS, ele, Sea Se inn hu mbes Si’ een 
| rec type | data ! parity |} file } man. |! uselog | 
| format | 0-1 | 0-2 | 0-1 | 0 | 0 | Of 
| operation | 0-1 | 0-1 | 0-1} © 
TABLE 17 
Examples of this are illustrated in Figures 10 and 1l. 
OVERLAPPED DATA 
ae ee 1----- So ee a 
vo 2 a2 Bl B2 pl p2 A3 aM B3 B4 p3 p4 
aUeee Spock Boso— e-eBlock Aa4—- 
FIGURE 10 
Where: 
pl is computed from Al and Bl. p2 is computed from A2 
p3 is computed from A3 and B3. p4 is computed from A4 
NON-OVERLAPPED DATA 
(1+1) 
~77 ~~ BLOCK taal ~77-~BLOCK leas 
a ee AL Pe Bl Bm pl pm a2 _ B2 ee p2 pn 
=so--BL6cK nese=- ~----BLOCK n (m+1) 
FIGURE 11 
Where: | | 
pl is computed from Al and B. p2 is computed from A2 
from An 


pm is computed from Am and Bm. pn is computed 


and Bn. 


6.7.3.8 Frames Per Track. The frames per track shall specify 
the total number of frames recorded on each track at format 


time. This shall be the same for all tracks. 


The total 


number of frames includes flawed frames. The actual number of 
frames utilized may be less than the value of frames per track 
based on the interleave factor. (See Section 9, Interleave 


Organization). 


-~ 24 =< 


t. aS ota ees 7 

1y5<7 77 £E---> 91 

Where: : 

ff is the total number of frames per track. 


During the format process, enter the proper values for each 
record type as indicated in Table 18. If the number of frames 
per track are unknown at the time of recording, this should be 
set to zero. 


I 

| rec type j;| data | parity | file | man. | uselog | id 

' format | 618+ |! 618+ | 618+ | 618+ | 618+ !618+! 
TABLE 18 


6.7.3.9 Tracks Per Tape. The tracks per tape shall specify 
the total number of tracks on the tape to be either 12 for the 
12-track format or 24 for the 24-track format. 


I7<roctt--->9 i} 
Where: | 
tt is the total tracks per tape. 


During the format process, enter the proper values for each 
record type as indicated in Table 19. 


! 
| rec type | data | parity | file | man. |! uselog ! ia ! 
| format i 12/241 12/24 } 12/24!) 12/24! 12/24 112/24! 

TABLE 19 


6.7.3.10 Post-Data-Gap Size. The post-data-gap size shall 
specify the length (from 400 to 462 bytes) of the post-data 
gap. 

145S777PP---> 01 

Where: | 

pp is the post-data-gap size. 


During the format process, enter the proper values f 
or each 
record type as indicated in Table 20. 


= 96S. -= 


POST~DATA~-GAP 
! * 
| rec type {| data !| parity! file | man. } Partie id 


— no oe os a ee ae aD ee ee ee ee oD oe GD eee ee SED es GD ee a GE ee Se ee a el ae am GP ome GE om oD OD ee GED Oe Oe ee om ED ee oe ee oe ee 


TABLE 20 
6.7.3.11 Post-ID-Gap Size. The post-id-gap size shall 
specify the length (100 bytes) of the post-id gap. 
I pane a I 
145% Pp -Q! 


Where: 
pp is the post-id-gap size. 


During the format process, enter the proper values for each 
record type as indicated in Table 21. | 
POST-ID-GAP 


| data ! parity! file ! man. ! uselog! id. | 
| format |! 100 |! 100 ! 100 $$} 100 ! 100 ! 100 } 
TABLE 21 


6.7.3.12 Drive Specification. The drive specification shall 
categorize the formatting hardware according to head types and 
head positioner types. | 


[7ST UuR==> Z| 13<7 -hh- ee pp- >! 
Where: 


uu is unassigned and set to zero (0). 
hh is the head type (each channel). 


00 = wide-write, narrow-read 
O01 = reserved 

10 = reserved 

11 - trim/straddle erase 


During the format process, enter the proper values for each 
record type as indicated in Tables 22 and 23. 


eo ae 


DRIVE SPECIFICATION 


' gata | parity! file | man. | uselog| id! 
| format | 0/3 ' §0/3 | 0/3 ' § 0/3 | O/3 | O/3 | 
TABLE 22 


pp is the head positioner type. 


00 = reserved 
01 = edge-reference 
10 = reserved 
11 = reserved 
POSITIONER TYPE 
' data | parity} file {| man. | uselog} id. | 
| format !| 1 ee ! 1 + at a ee 1 | 


6.7.3.13 Date. The date (month, day, year) shall map into 
the 16 bits of date. 


Lg str PyY rea, 1, <a Same e> 1s ade = => I 


Where: 
yy is the current year since 1980 (0-119: 1980-2099). 


During the format process, enter the proper values for each 
record type as indicated in Tables 24, 25, and 26. 


CURRENT YEAR 


| data | parity! file | man. ! uselog! id | 
| format | O-119 | 0-119 | 0-119 | 0-119 } 0-119 |! 0-119 | 
TABLE 24 


mm is the current month. 


a ae 


' data | parity! file | man. | uselog! id ! 
' format | 1-12 |} 1-12 |} 1-12 |! 1-12 |! 1-12 |! 1-12 | 
TABLE 25 


| data | parity! file | man. | uselog! id | 
| format f 1-31 | 1-31 | 1-31 | 1-31 |$ 1-31 | 1-31 | 


TABLE 26 


If the date was not available to the recording system, then 
this field is set to zero (0). 


In ID records, the date carries the date when the tape was 
formatted. 


In Non-ID records, the date carries the date the record was 
created or last updated. 

6.7.3.14 Time. The time shall be in a 24-hour format. 

| a aes ae fe i ea aes panes ! ahaa ees ‘i i es { 

1458 hh "41710" -=mm >514S XX oI 


Where: 
hh is the current hour. 


During the format process, enter the proper values for each 
record type as indicated in Tables 27, 28, and 29. 


! 
| rec type | data | parity! file ! man. ! uselog! id ! 


ee SS NS NN ST NN ee eam tS cane mm com aun) EY SD) STU my NRE ns wh GD Sem ee mes SUD SY cee SED Ste Sm GES me eG SD GD SD ED 
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mm is the current minute. 
CURRENT MINUTE 


rec type | data |! parity} fil ! man. | uselog}! id | 
| format 1 0-59. | 0-59 | 0-59 | 0-59. }|.0-59 | 0-59 |} 
TABLE 28 


xX is the number of two-second increments. 


CURRENT SECOND 


| rec type | data | parity! file | man. | uselog}! id | 
| format | 0-29 } 0-29 |! 0-29 ! 0-29 |! 0-29 ! 0-29 | 
TABLE 29 


If the time was not available to the recording system, then 
this field is set to 65,535. 


In ID records, the time bytes carry the time when the tape was 
formatted. 


In Non-ID records, the time bytes carry the time the record 
was created or last updated. 


6.7.3.15 Track Specification. The track specification shall 
be reserved and is set to zero (0). 


[gsrontt=-=>5 | 
Where: 
tt is set to zero (0). 


During the format process, enter the proper values for each 
record type as indicated in Table 30. 


TRACK SPECIFICATION 


TABLE 30 
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6.7.3.16 Lot Number . The lot number may be used as described 
below: 


2 ne 


eo 


Where: 
11 is the lot number and is user unique. 


| 4g<----11---->9} 


During the format process, enter the proper values for each 
record type as indicated in Table 31. 


LOT NUMBER 
| monn none nnnnnonnn enone nnn nnn nnn nnn nn nnnnen nnn nncnn nce ! 
' rec type ! data |! parity} file |} man. ! uselog} id | 
\ format | *  f * 9 f * fo & fe of ee | 
TABLE 31 


* The lot number is not defined for interchange purposes. 


In ID records, recorded at format time, the lot number 
provides manufacturer's of preformatted media a means of 
identifying the tape in terms of lot, batch, and date-code. 


In Non-ID records, the lot number provides manufacturer's of 
duplicate software a means of identifying the source, content, 
etc. of the supplicated software. 


6.7.3.17 Manufacturer's ID. The manufacturer's ID may 
identify the manufacturer of preformatted distribution media. 


Where: 

m is two bytes which indicate the special coded mnemonic of 
the formatter of the tape media, the first character of the 
manufacturing mnemonic being in bits 7---->0 and the second 
character of the mnemonic being in bits 15---->8. 


During the format process, enter the proper values for each 
record type as indicated in Table 32. 


MANUFACTURER'S ID 


| rec type {| data | parity] file | man. | uselog} id } 
| format 1 1 1 ae eee eae 
TABLE 32 


* The manufacturer's ID is not defined £ 


purposes or interchange 
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Using AM as an example: 
A would be the low-order byte (bits 7 through 0) and 
M would be the high-order byte (bits 15 through 8). 


6.8 cRCC Field. A 40-bit (5-byte) CRCC field shall be 
recorded, most significant byte first, at the end of each 
record, immediately after the ID field and immediately before 
the postamble as in Figure 12. A valid CRCC shall occupy the 
CRCC field at the time of recording. The value of the CRCC 
field shall be computed by using the polynomial in Section 9, 
Error Control. 


crcc (5 bytes) 


| bits 39-32 | bits 31-24 | bits 23-16 | bits 15-8 | bits 7-0! 


FIGURE 12 


6.9 Postamble. A postamble shall be used with a minimum of 
10 and a maximum of 40 flux transitions recorded at the 
nominal density of 12,500 flux transitions per inch (492 flux 
transitions per millimeter). 


6.10 Record Types. ID records shall range from 54 to 59 
bytes long. Non-ID (all other types) records shall range from 
4224 to 4229 bytes long. 


6.10.1 ID Records. The ID record format shall be similar to 
the data record format, with the requirement that the data 
field shall be omitted. The record-type marker shall be one 
(1). The contents of the ID field shall differ in ID records 
as compared to non-ID records. 


6.10.2 Data Records. The data records shall conform to the 
generalized record format. The record-type marker shall have 
a value of zero (0). 


6.10.3 Manufacturer's Records. Manufacturer's records shall 
be distinguished by having a record-type marker value of two 
(2) 


6.10.4 Parity Records. Parity records shall be distinguished 
by having a record-type marker value of three (3). The data 
field of parity records within a given block shall be 
constructed by combining the data fields of the data records 
in the same block using the "exclusive or" function on a 
byte-by-byte basis. 


ay ee 


6.10.5 File-System Records. File-system records shall be 
distinguished by having a record-type marker of four (4). 
File-system records shall be identical in all other respects 
to date records. 


6.10.6 Uselog Records. Uselog records shall be distinguished 
by having a record-type marker of five (5). 


FRAMES 


All frames shall conform to the generalized frame organization 
and shall consist of two records for each frame. The first 
record of each frame, the ID record, serves to identify the 
frame and its attributes and serves as a guide to precisely 
define the location of the non-ID record of the frame. 


The ID records of all frames are recorded only at format time 
of the tape cartridge. ID records may not be updated at any 
time other than for the purpose of reformatting the tape 
cartridge. 


The Non-ID records of all frames may also be recorded at 
format time (in order to overwrite all obsolete information 
which might be present on the tape) and may be re-recorded 
(updated) during ordinary use as a function of the host system 
in use. 


Ped Generalized Frame Organization. The generalized frame 
organization is shown in Figure 13. 


Post-ID Post-Data 
Gap Gap 
|<--- ID RECORD --->! | 7 /<---- NON-ID RECORD ------ ee 
oe eee es ee oe eee ee Sa a a a St i a 1 J 
{ t t | ! 
1: Pi S; Rj Ti ct PP} | | | PLS |] R! ; I; Ci Py 7 | 
i Ri O; Ef} Dj; Ro} | | | RI oOo} BE! paTA !} DI RI of | | 
! E! D! c! ! 1 t I { \ ! | | 
! ! ! ! se Sj 1 i BE} Dj; Cy; FIELD | ; Ci S$} my 
PAL fof Fp orm fy tab oe ae 
1M, MT; IY FLA; | ft | Mj MM} T i Tj Fi; At ff 
! I ! I t ! | ! 
| By A; Yj E; Ji M ee ee 1 YY 1 Ej Jy M; =. 
| Li Ri P| L |} gE! BI | L} R | PI | L} Ej By 
1 E) Ki EF} Dy; Lb; Uy | Ei K {| £| i Di Ly Li 
ae oe ee | Di EF} 1 | i | i {| Dj E 


FIGURE 13 
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| IFILE | {FILE | 


|'<--Manufacturer's-->|!<--Uselog Frames-->|/|<--Data or---> 
Frames File System 
Frames 


FIGURE 14 


The beginning frame numbers of each track shall maintain the 
proper record type as indicated in Figure 14. 


BLOCKS 


Blocks shall be constructed of three (3) frames utilized as 
the minimum increment of storage space which may be modified. 
Blocks are the minimum unit of storage space of which error 
correction may be implemented. Each block shall be totally 
contained within a single track and is shown in Figure 15. 


Except for the manufacturer's and uselog block, each block 
with an error control method of two (2), shall consist of 
two (2) frames containing data records, or file-system 
records and one (1) frame containing a parity record. 


ONE BLOCK 
' TD! !NON |! ' ID!  'NON ! ' ID!  !NON | 
i «iD | | i (iD | i «iD | 
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BLOCKS ON ONE TRACK 


'Manufact !Use Log |Data 1 |Data 2 | ‘Data i !Data it+l } TRACK 
' Block «©! Block !Block !Block | = 'Block | Block | ZERO 

'Data it+tj+1!Data i+j! ‘Data i+3]Data i+2!Use Log/Manufact} TRACK 
| Block ! Block | | Block | Block {Block {Block ONE 

'Manufact!Use Log!Data k+2!Data k+3! ‘Data ktn!Data k+n+1)} TRACK 
| Block } Block |Block | Block ! 'Block | Block I: ais 
ota aK aneawa aae aeawa Oaa a a a ee ee a a a ce tc ei ee ee cm ees =itj 


FIGURE 15 


Blocks shall allocate frames starting on track zero, then 
frames are allocated on track one. After track one's frames 
are allocated, blocks shall then be allocated back on track 
zero (if non-overlapped mode is used) or on track two (if 
overlapped mode is used). 


Blocks on each track shall be allocated in the above order, 
manufacturer's block, use log block and then the data blocks 
or file-system blocks. 


ERROR CONTROL 


Error control shall consist of detection and correction of 
flawed non-ID records. Error control differs between ID 
records and non-ID records. For ID records, only error 
detection is employed. For non-ID records, both error 
detection and error correction shall be employed. 


9.1 Error Detection. Error detection capability shall be 
accomplished through the use of a 40-bit (5-byte) cyclical 
redundancy check code (CRCC) which occupies the last five byte 
locations preceding the postamble of each record as indicated 
in Section 5, Tape Format. 


9.1.1 CRCC Polynomial. 


x40 re x24 x x23 rf x27 2p x2 ra x23 ra x22 ae x? ra x0 
Where + indicates an Exclusive OR operation. 


The registers of the polynomial generator are preset to zero 
prior to calculation. 


a? BB 


9.1.2 Example CRCC Computation. The numbers in the CRCC 
polynomial are the locations at which the carry bit at 
location X40 is to be exclusive OR'd in after the data bit has 
been shifted in. The data pattern 01 00 00 00 00 00 input is 
processed one bit at a time starting with the low order bit 
(1). The remaining bits in the byte are then processed, 
finally each successive zero byte. While processing the last 
byte, the low order bit (1) has passed through the CRC 
generator. Then the CRC generator sets the bits on at the 
polynomial bit locations X34, X33, X27, X25, X23, X22, X09 and 
X00. This can be seen as: 


Hexadecimal 

0 6 0 A Cc 0 0 2 0 1 
Binary 

0000 0110 0000 1010 1100 0000 0000 0010 0000 0OO001 
XX Kk XX X Xx 

33 22 22 0 0 

43 75 32 9 0 


9.1.2.1 CRCC Computation Without Pre-Multiplication. The 
data field is extended by appending five zeros corresponding 
to the CRCC field and is not pre-multiplied by X40. The CRCC 
shall be computed using the CRCC polynomial over the bytes of 
each record beginning with and inclusive of the record-type 
marker and extending through the last CRC byte of the record 
with the five CRC bytes equal to zero (0) as in Figure 16. 


Short (6-byte) computation: 


Address range: O - through - 5 
Buffer contents: 01 00 00 00 O00 OO 
Computed CRC: 06 OA cO O01 O1 


Long (10,623-byte) computation: 


Address range: O--- - = = through - - - - - 297E 
Buffer contents: Od. 00°00 se 6 eh we ode te 4 3 00-00°-00 
Computed CRC: C3 68 9D 7D 53 
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CRCC WITHOUT PRE-MULTIPLICATION 


Shift-Data-In 


FIGURE 16 


Where + indicates an Exclusive OR operation. 
Where < and > indicate bit direction. 


9.1.2.2 CRCC Computation With Pre-Multiplication. The data field 
excludes the five zeros described above and is pre-multiplied by X40 
as in Figure 17. 


Short (l-byte) computation: 


Address range: O - through - 0 
Buffer contents: O01 
Computed CRC: 06 OA CO O02 O01 


Long (10618-byte) computation: 


Address range: O--refee-- through - - --- 2979 
Buffer contents: 0100 00 ....... =. 00 00 00 
Computed CRC: C3 68 9D 7D 53 
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CRCC WITH PRE-MULTIPLICATION 


Shift-Data-In 


—a—_a-— >ee--—-= \ 
— oe eo T---T 
qs +t <1 X231— + —<—!X22/-— + —<——!1X09!— + —<——| x00!— + -—<-! 
l ! a | —, | 7 er ! t---1 ! ! 
! { I ! | 5 ot 
1 | I ! J i ot 
I ! | ! | 
} bowed eee eos ite oe ae a ao lmmd <a eee eee ee Se 
{ I I | 1 
I | ! | | 
| I I I ! 
= ae as a Toots. Teco fooee 
X25 f= Sa X27 1 = + X83 la ta XS A 0] 
ee deel bee ob he ae ee oe ob dbaewet 


FIGURE 17 


Where + indicates an Exclusive OR operation. 
Where < and > indicate bit direction. 


9.2 Error Correction. Error correction shall be implemented 
in the form of a parity record which accompanies every two (2) 
frames, except for manufacturer's block sand use blocks, which 
shall keep three (3) identical sequential frames. Block 
organization will be determined by the interleave factor as 
shown in Figures 18 and 19. 


INTERLEAVE FACTOR 2 
BLOCK X 
l 


I 
l 
e e e e e e ; ° e Ax AY Bx By PX Py e ° e e 
I I ! 
1----- BLOCK Y------- 1 


FIGURE 18 


Where: 
Px iS computed over Ax and Bx. 
Py is computed over Ay and By. 


10.0 


a iy 


INTERLEAVE FACTOR 3 
BLOCK X 
I 


i 

\ 
~ « » « « «. AX Ay Az Bx By Bz Px Py 
| anew == =e aw oe ae eae f aa as an 4 ep ap pl 


1.BLOCK_¥__.i________. 


BLOCK Z 
FIGURE 19 
Where: 
Px is computed over Ax and Bx. 


Py is computed over Ay and By. 
Px is computed over Az and Bz. 


INTERLEAVE ORGANIZATION 


Interleaving shall be implemented by threading from one (1) 
(interleave factor of two) to a maximum of six (6) (interleave 
factor of seven) interleaved frames between logically 


associated frames. The number of threads may be varied at the 


discretion of the user as a means of optimizing performance of 


a given system. 


Interleaving shall not affect the utility or compatibility of 
a recorded tape. The number of frames actually utilized on a 
track with a given interleave factor is shown in Table 33. 


INTERLEAVE ORGANIZATION 


Blocks/Thread 
(minimum) 


No. of 
_Threads 


|Interleave 
Factor 


i j 
| | 
{ i 
i | 
I ! 
| i 
102 
68 
! 51 | 
40 
34 
29 
I t 
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TABLE 33 


No. 


of Usable Frames 
(minimum) 


612 
612 
612 
600 
612 
609 


10.1 Track Pairing. Tracks may be paired to facilitate 
enhanced access performance through the use of serpentine 


operation. A pair of tracks comprises a forward track n and a 


reverse track n+l where n is 0, 2, 4, ete. 


split across a track pair boundary. 


Track shall 
contain a number of whole blocks. Even though tracks are 
paired to facilitate serpentine Operation, blocks may not be. 


t 
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12.0 
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PARALLEL RECORDING 


The reading and writing of multiple tracks simultaneously is 
permitted and where employed must be so indicated by setting 
the proper bits in the format specification. To accomplish 
parallel recording, associated adjacent blocks shall be 
independently recorded so as to reside on separate tracks. A 
given block shall not be split such that the various frames of 
the block reside on different tracks. Each block shall reside 
completely within its assigned track. 12 track tapes should 
not use parallel recording. Using a 24 track tape, the number 
of tracks parallel recorded shall be two (2). 


PARALLEL RECORDING 


Track Number Track Number 


Sets (Forward) 


'Number of Tracks 
i\Simultaneously Recorded 


| i 

! ! 

{ | 
| { I 
! 2 20,2 21,3 
! ! 16,6 173 
! ! 12,10 ! 13,11 
! 8,14 ! 9,15 
! 4,18 ! 5,19 
! ! One ! 1523 

TABLE 34 


If the parallel recording bits are set to a value of two (2), 
for example, tracks 4 and 18 are recorded at the same time and 
tracks 21 and 3 are recorded at the same time as shown in 
Table 34. 


FORMAT-TIME RESPONSIBILITIES 


Tape cartridges must be formatted prior to ordinary use. One 
of the most important responsibilities of the formatting 
process is to install on tape the ID records which act as 
landmarks for locating the other (non-ID) records used in the 
format. As such, the timing of the formatting process is 
critical in controlling the size of gaps, relative position of 
records and frames, etc. Once the formatting process is 
complete, this timing is essentially "frozen" into the format 
and the heat system may largely ignore timing decisions by 
allowing the ID records to dictate all other record locations. 


The information specified in the ID fields at format time 
specifically excludes the factors of interleave, error 
correction methods, error correction counter, and error 
control method since these are application specific and must 
not be entered during production of pre-formatted cartridges. 


__Sets (Reversed) 
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Frames 0, 1, and 2 of each track are called the manufacturer's 
block which are reserved for the flawed-frame list. 
Pre-formatted cartridges must include defect mapping 
information which is recorded redundantly in these three (3) 
frames. 


12.1 Manufacturer's Block. The Manufacturer's Block shall 
occupy the first three (3) frames as shown in Section 8, 
Blocks. It is allocated on each tape track. It is recorded 

on each even numbered track of the tape at format time 
following the certification process. The information contained 
in the Manufacturer's Frame shall consist of a header 
describing the Manufacturer's Block followed by a list of 
flawed frames as determined by a tape certification process. 
The header shall start beginning in the first byte of the data 
field as described in Section 6, Tape Format. 


The header and the list are recorded in each of the first 
three frames for additional redundancy; therefore, the list 
from any of the three (3) frames can be used to skip flawed 
frames. A maximum of 1036 flaws per tape shall be maintained. 
This is the maximum that can be contained in one (1) 
manufacturer's frame. The first 16 bytes of each of the 
three (3) frames in the Manufacturer's Block is a header 
called the Manufacturer Control block (MCB) as shown in 
Figure 20. 


A MANUFACTURER'S FRAME 


| 
FLAWED FRAMES ! 


T# MAN | {CURRT”T J#°FLAWT TRESVT"7 TVERST"T  TRESVT7 
|FRAMES; j|FRAME | |FRAMES; jo; |_| | 
FIGURE 20 


hi ee Ope _Number of Manufacturer Frames. The total number of 
frames in the manufacturer block shall be three (3). 


by Sno rtt--->3 | g---uu--->5 | 


Where: 
uu is unassigned and is always zero (0) 
tt is the total number of manufacturer frames. 


12.1.2 Current Manufacturer's Frame The cu 
‘ rrent fr 
number of the manufacturer block. a 


yg SWOT CEH 9g Pym uU-=-> > | 


- 40 - 


Where: 

uu is unassigned and is always zero (0). 

cc is the current manufacturer's frame sequence number either 
O, 71,0. 2. 


12.1.3 Number of Unusable (Flawed) Frames. 


Where: 
ff is the number of unusable (flawed) frames in the list. 


12.1.4 Reserved. Two consecutive 16 bits fields. 


Where: 
rr is reserved for future use and is always zero (0). 


12.1.5 Version Number. 


i ee es acces Dee ee a rere j 

'45< VV >g 17 uu >! 

Where: 

uu is undefined and is always zero (0). 


vv is an integer giving the version number of the formatting 
software. 


12.1.6 Reserved. Two consecutive 16 bits fields. 


Where: 
rr is reserved for future use and is always zero (0). 


12.2 Flawed-Frames List. The remainder of each frame of the 
manufacturer's block is defined as the flawed-frame list. 

Each entry in the flawed-frame list corresponds to a flawed 
frame on the tape. As show in Figure 21, an entry consists of 
a track number, a frame number and user defined attributes. 
Flaws detected in all frames shall be included in the 
flawed-frame list. 


FLAWED-FRAME LIST ENTRY 


frame number 


I a ee ete { 
Em Oy gamma tenn 9 11567 E EMM g | gS aan => 9 | 


FIGURE 21 
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12.2.1 Track Number. 


Where: 
tt is the track number. 


12.2.2 Frame number. 


Where: 
ff is the frame number (See Figure 21). 


12.2.3 Attribute. 


Where: 
aa is the bits of the attribute byte which are user unique. 


12.3 Uselog Block. The uselog block should be used for tape 
interchange. The uselog is always allocated on each track and 
it's record type is five (5). The uselog is a block 
consisting of three (3) consecutive and identical uselog 
frames. These frames shall be frames 3, 4, and 5, which 

are located immediately after the manufacturer's frames. When 
the uselog is used, it is recorded on the even numbered tracks 
at format time. Normally, only the uselog on track zero is 
kept current. If the uselog on a track becomes unusable, then 
the information is maintained on the next even track number. 


The information contained in a uselog frame shall consist of a 
header describing the uselog block followed by the alternate 
frames list, the format descriptor list and vendor unique data 
as in Figure 22. The header shall start beginning in the 
first byte of the data field as described in Section 5, Tape 
Format. The information is recorded in each of its three 
frames for additional redundancy, therefore, any one (1) of 
the three (3) frames can be used. 


USELOG 
| HEADER | TALTER. | 'FORMAT | USER | 
a (UCB) _f LFRAMES | DESC. _} UNIQUE} 


FIGURE 22 
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12531 Uselog Control Block. The first twenty-three bytes of 
the uselog are called the UCB (Uselog Control Block) as shown 
in Figure 23. 


USELOG CONTROL BLOCK 


'# USE | {CURR. | {|RESV. | | # OF {| | NO. {| {STATUS| 
IFRAMES; FRAME; j______ 1 PASSES |; {LOADS | j______ L 
| INIT.| {CYCLE | | # OF | JRESV. |! 
1-DATE_; j{_DATE_| jALTER.-j j______ L 

FIGURE 23 


Information in lists should be recognized even though the 
system may be incapable of updating that type of list. Lists 
that are present shall not be removed from a uselog frame. 


12.3.1.1 Number of Uselog Frames. This is the number of 
usable uselog frames per track. 


Where: 
nn is three (3), the number of uselog frames. 


12.3.1.2 Current Uselog Frame. The current uselog frames 
should be numbered 0, 1, or 2. The physical frame numbers are 
frames 3, 4, and 5. 


Where: 
nn is the current uselog frame. 


12.3.1.3 Reserved. 


Where: 
rr is reserved for future use and is set to zero (0). 


12.3.1.4 Number of Passes. This is the number of times the 
tape changes direction during normal operation of the tape 
drive. That is, it reads or writes from an even. track, then 


an off track, or visa versa. It should be set to zero 
initially. . 


243. = 


Where: 
nn is the number of passes. 


12.3.1.5 Number of Cartridge Loads. This is the number of 
times the tape has been loaded or initialized. Each time the 
tape is reloaded, the number of loads should be increased by 
one. It. should be set to zero initially. 


where: 
nn is the number of loads. 


12.3.1.6 Uselog Status. This indicates different statuses of 
data on the cartridge. 


[7<7 777 SS---= >| 


Where: 

ss is the status of the uselog. 

Bit zero (0) when set to one (1) indicates the uselog is 
active and maintained. 

Bit one (1) when set to one (1) indicates the format 
descriptor list has been written to this tape. 

This format descriptor list in this case will then 
override the definition of the format in the normal 

ID fields. 

The other bits of the uselog are undefined and are user 
unique. 


12.3.1.7 Initial Use Date. The initial use date (month, day, 
year) is the date in which user data is first written to the 
tape. 


es str es Yy----- >gig<---MM--=>_ | 4<---dd--->p | 
Where: 

yy is binary years since 1980 (0-119: 1980-2099). 
mm is binary month (1-12). 

dd is binary day (1-31). 


12.3.1.8 Cartridge Recycle Date. The cartridge recycle date 
(month, day, year), if not zero (0), is the date in which the 
tape 1s to be retired from active use. 


115< se-n- yy----- >g i gS~-~MM=~=>— | 4<---dd=-->5| 
Where: 

YY is binary years since 1980 (0-119: 1980-2099). 
mm 1s binary month (1-12). 

dd is binary day (1-31). 
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12.3.1.9 Number of Alternate Frames. There shall be 48 
alternate frames for 24 tracks. The 12 track format shall 
have 24 alternate frames. 


Where: 
nn is the total number of alternate frames. 


12.3.1.10 Reserved Fields. 


Where: 
rr is reserved for future use and is set to zero (0). 


12.3.2 Alternate Frame List. Directly after the uselog 
control block (UCB) is the alternate-frame list. The list of 
alternate frames should be determined at format time. The 
flawed frames found during normal operation should be replaced 
from the alternate-frame list. Reassignment of frames shall 
be made to a complete block. 


In the case of frames becoming flawed during normal operation, 
even though the system is incapable of using the 
alternate-frame list for the reassignment of frames, it must 
still recognize the alternate-frame list and not overwrite the 
list. The uselog reassignment information should not be saved 
during a tape reformat operation because formatted data can be 
located at slightly different positions on a tape during a 
format process. 


The alternate frame list in the format described in Figure 24. 


RE 27 nn ir" ~fenes aee ene eee ory Sree eee ee es | 
0'15% ff >o1 4< uu >91458 gg >o! 


Where: 
tt is the original track number and shall be zero until an 
alternate is required. 


ff is the original frame number and shall be zero until an 
alternate is required. If the original frame number is equal 
to zero (0), then the alternate is the available alternate. 
If the frame number is not equal to zero (0), then the. 
alternate is an assigned alternate. 


uu is the alternate track number 


gg is the alternate frame number. If the frame number has bit 
15, the high order bit, set off, then it is a validated 
alternate frame. If the frame number has bit 15 set on, then 
it is a re-assigned alternate frame. The frame number and'd 
with the low order 15 bits (bit 14 through bit 00) indicate it 
is a reserved alternate frame. A reserved alternate is used 
when an alternate frame has become flawed. 
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This table shall start at byte 23 and continuous through byte 


310 in an ascending track/frame order as in Figure 24. 


ALTERNATE FRAMES LIST 


Alternate! 


Frm 


‘Original 
t Frm! 


'Trk 


ODOO00090 0000 0000 


OOOO 000 0000 00 000 


FIGURE 24 


It shall 
gh byte 178 


gh byte 322 for 24 Track 


This list may be used to 


Format Descriptor List. 
initialize the Non-ID records after format time. 


it shall start at byte 167 and continues throu 


start at byte 311 and continues throu 
for 12 Track as in Figure 25. 


12.3.3 
and 


FORMAT DESCRIPTOR LIST 


FIGURE 25 


This is the number of frames per 


Tape Format. 


3.1 Frames per Block. 


L236 


see Section 6, 


v 


block 


<--nN=-=>5 | 
nn is three (3), the number of frames per block. 


7 
Where: 


ee 


12.3.3.2 Error Correction Method. 
| 7S--AN--> 9 | 


Where: : 
mn is the error correction method, see Section 6, Tape Format. 


12.3.3.3 Data Field Length. 
|g<-onn--> 9! 


Where: 
nn is the data field length, see Section 6, Tape Format. 


12.3.3.4 Format Specification. 
17<7-MN--> 9 | 


Where: 
nn is the format specification, see Section 6, Tape Format. 


12.3.3.5 Frames per Track. 

t ree ji eas ad Teams ! 

115 nn >oI 

Where: 

nn is the number of frames per track, see Section 6, Tape 
Format. 

12.3.3.6 Tracks per Tape. 

}7S77NN-- > | 

Where: 

nn is the number of tracks per tape, see Section 6, Tape 
Format. 

12.3.3.7 Post Data Gap Size. 

I ie eee a ease I 


Where: 
nn is the post data gap size, see Section 6, Tape Format. 


12.3.3.8 Post ID Gap Size. 
14567777 AN---->5 | 


Where: 
nn 1s the post ID gap size, see Section 6, Tape Format. 
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12.3.3.9 Drive Specification. 
[7<7>AN-—> | 


Where: 
mn is the drive specification, see Section 6, Tape Format. 


12.3.4 User Unique Data. All data starting at byte 323 
through the end of the data field are user unique. 


RUN-TIME RESPONSIBILITIES. Run-time responsibilities are 
functions that are performed on a formatted tape during 
normal operation. These responsibilities include defect 
Management, physical block calculations and physical block 
number to logical block number translation. 


13.1 Defect Management. Defect management is the process 
of identifying flawed block and alternate block locations, 
and what data blocks are re-mapped into alternate block 
locations. 


13.1.1 Flawed Block. If any frame of a block is found in 
the flawed-frames list, the block shall be considered a 
flawed block. Even though all frames of a flawed block may 
not be flawed, they shall not be used as part of another 
block. 


13.1.2 Alternate Block. If any frame of a block is found 
aS an alternate frame in the alternate frame list, the block 
shall be considered an alternate block. 


13.1.3 Block Reassignment. Blocks should be reassigned with 
the first frame of the block being reassigned as the original 
frame in the alternate frame list. When a block is reassigned, 
the entire block is reassigned, not just the flawed frame of a 
block. The reason for reassigning an entire block and not just 
the flawed frame is to reduce additional seek time that could 
be involved if frames of a block were reassigned separately and 
to insure the proper interleave is maintained between frames 
(i.e., no two frames of a block may be adjacent). 


Data for frame A of the original block shall be placed in frame 
A of the alternate block, data for frame B of the original block 
shall be placed in frame B of the alternate block and data for 
the parity frame of the original block shall be placed in the 
parity frame of the alternate block. 


13.2 Physical Block Calculations. Physical blocks for a tape are 
calculated on all frames of a track following the manufacturer's 
block and the uselog block. When physical blocks are calculated 
for a tape, all tracks shall have the same number of blocks per 
track and all tracks shall have the same number of blocks per 
thread. Since the number of frames used by the physical blocks 

of a track may be less than the actual number of frames per 

track, (no blocks shall be calculated on non-existing frames 
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of a track), all frames after the last frame of the last block 
on a track shall be considered non-existent remainder frames. 
Tf remainder frames are found in the flawed frame list of the 
manufacturer's block, they shall be ignored in flawed block 
calculations. 


13.3 Physical to Logical Block Translation. For information 
interchange, the physical to logical block translation applies 
to non-overlapped data. There is no standard for physical to 
logical block translation in the overlapped data mode (see 
Section 6.7.3.7, Format Specification, for an explanation of 
overlapped data). 


Note: Physical and logical block locations in the example 
figures are for explanation purposes only and do not 
necessarily represent the actual locations of alternate 
and flawed blocks. 


If no flawed or alternate blocks are present on a tape, then 
the logical block numbers are identical to the physical block 
numbers. 


Physical block numbers 
Logical block numbers 


0) 1 2 3 4 5 6 7 8 9 
0 1 2 3 4 5 6 7 8 9 
When a flawed block (F) is introduced at physical block 


location -3-, the logical block numbers are slipped on all 
blocks following the flawed block. 


Physical block numbers = 0 1 2 3 4 3) 6 7 8 9 
Logical block numbers = 0 1 2 F 3 4 5 6 7 8 
Block re-numbering is handled for an alternate block (A), 
(physical block location -5-), the same as flawed block 
re-numbering. 

Physical block numbers = 0 1 2 3 4 5 6 7 8 9 
Logical block numbers = 0 1 2 F 3 A 4 5 6 7 
The only time alternate block re-numbering is performed 
differently is when the alternate block location -5-, is a 
flawed block. In this case, the alternate block is slipped 

to the next non-flawed block location -6-. 

Physical block numbers = 0 1 2 3 4 5 7 8 9 


6 
Logical block numbers = 0 1 2 F 3 F A 4 5 6 
Original alternate location -------------- ! 
New alternate location ----------------------- 


The reason this can occur is, since the alternate frame is used 
as a key frame for determining the alternate block's position, 
an alternate frame list may be generated in the uselog block 
without any concern to the locations of flawed frames found at 
format time and the interleave factor used on the tape, allowing 


ae 40° = 


for the creation of a tape with uselog reservation but without 
the interleave and blocking factor being forced on the tape. 


Block re-numbering is performed with alternate blocks and flawed 
blocks that are identified at format time (see Section 12.1, 
Manufacturer's Block). Re~numbering shall not be performed on 
flawed blocks found during normal operations. 


When a block has a flawed frame (cannot be read/written) found 
during normal operations, the block may be reassigned to.allow 
for the usage of the block. 


Physical block numbers = 0 1 2 3 4 5 6 7 
Logical block numbers = 0 ag 2 F 3 
Alternate block location ----------------- ! 
Flawed block found during operation ------------------ 
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Block numbering after reassignment of flawed block (B) to the 
alternate block position. 


Physical block numbers 
Logical block numbers 
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13.4 Physical Block Re-numbering. Physical block numbers on a 
tape will remain fixed unless the number of frames per track is 
changed. This condition does not pose a problem if the tape is 
re-formatted, but can introduce compatibility problems if it is 
performed on a tape that has been in normal use. If the number 
of frames per track is changed from the original format value, 
or the interleave value is changed, the physical locations of 
blocks shall change. Interleave and frames per track may be 
changed by changing their values in the format descriptor list 
of the uselog block (see Section 12.3, Uselog Block). Physical 
block calculations (Section 13.2) shall be used to calculate 
the new physical block positions. 


Since physical block locations have changed on the tape, the 
Original frame location in the alternate frame list may not 
‘represent a flawed block. Therefore, to prevent invalid 
reassignment of blocks after physical block re-numbering 

has taken place, the uselog alternate frame list shall be 
re-initialized. This may be done by either erasing all 
entries in the original frame list or by constructing a 

new alternate frame list. By re-initializing, the uselog 
flawed blocks may be reassigned based upon their new 
physical block location. | 


When the number of frames per track is changed, the 
manufacturer's frame shall be modified, deleting frames 

from the flawed frame list that are greater than the frames 
per track. Flawed frame numbers shall not be deleted from 
the flawed frame list when they are valid frame numbers, 
(frame number is less than the frames per track), unless the 
flawed frame list is being modified due to a re-certification 
of the tape. 
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APPENDIX A. 


Physical Block to Logical Block Re-mapping 
in the 
Overlapped Data Mode. 


This Appendix is not a part of pdp ANS X3B5/88-XXX, but is included 
for information only. 
A.1 Overlapped Data Block Physical Numbering. Overlapped data 
block numbering is described in Section 8.0, but an example 
is included here for clarification of overlapped data. 


Block 0 0 0 0 0 
Number 0 2 4 6 8 
tame tenat  teenten—t  teentennt te ecternt 0 teenteo-t 
ate tie ott wale Ss ie ate NE, Ps tin cl, attache 
Frame 0000000000111211131d11311313122222222222 
Number 012345678901234567890 12 38 28 cae 9 
J t ! ! ! ! { I I { 
I | I 
pecweekie ieceoecéeq. . Guccetess, a Sseaceda” ecepece 
Block 0 0 0 0 0 
Number 3 5 7 9 


For the overlapped data methods of re-mapping, flawed blocks 
and alternate blocks are determined as defined in Section 13.0 
Run-Time Responsibilities. It is how the flawed and alternate 
blocks affect logical re-mapping in the overlapped data mode 
that varies. 


A.2 Paired Block Re-mapping. In this method of re-mapping, blocks 
are considered a paired entity with all defect mapping and 
block reassignments performed on block pairs. The block pair 
for any block can be determined by taking the block number, 
and'ing off the LS bit for the even block number of a block 
pair, then adding one to the even block number for the odd 
block number of the block pair. 


Note: Physical and logical block locations in the example 
figures are for explanation purposes only and do not 
necessarily represent the actual locations of alternate 
and flawed blocks. 


If no flawed or alternate blocks are present on a tape, 
then the logical block numbers are identical to the 
physical block numbers. 


Physical block numbers 
Logical block numbers 
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When a flawed block (F) is introduced at physical block 

location -3-, not only is the block at block location -3- 
. considered a flawed block, but the paired block at block 

location -2- is also considered a flawed block (f). The 
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logical block numbers are slipped on all blocks following 
the flawed block pair. 


Physical block numbers = 0 1 2 3 4 5 6 7 
Logical block numbers = 
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Block re-numbering is handled for an alternate block pair 
(a)(A), (physical block locations -6- and -7-), the same 
as flawed block re-numbering. 


Physical block numbers 
Logical block numbers 
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The only time alternate block re-numbering is performed 
differently is when an alternate block pair (locations 

-6- and -7-), is a flawed block pair. In this case the 
alternate block pair is slipped to the next non-flawed 
block pair location (physical block locations -8- and -9-). 


Physical block numbers = 0 1 2 3 4 5 6 7 8 

Logical block numbers = 0 1 £ F 2 3 f F a 
Original alternate locations ----------------- l-—! 
New alternate locations ------------------------------ ee 


When a block has a flawed frame (cannot be read/written) 
found during normal operations, the block pair may be 
reassigned to allow for the usage of the flawed block. 
When blocks are reassigned, the block pair is reassigned 
even though only the flawed block is recorded as the 
original frame in the alternate frame list (see Section 
13.1.2, Block Reassignment). 


Physical block numbers = 0 1 2 3 4 
Logical block numbers = 0 By f£ F a 
Alternate block location ------------- 
Flawed block found during operation ------------------ 
Pair block of flawed block: --s==>=<<=-s-=-Ssse-es-Sse-=-e> 


Block numbering after reassignment of flawed block pair 
(b)(B) to the alternate block pair position. 


Physical block numbers 
Logical block numbers 


0 za 2 3 4 5 6 7 8 
0 z f F 4 bs) 2 3 b 


Single Block Re-mapping. In this method of re-mapping, 
blocks are considered a single entity with all defect 
mapping and block reassignments performed on single 
blocks. 


If no flawed or alternate blocks are present on a tape, 
then the logical block numbers are identical to the 
physical block numbers. 


Physical block numbers 
Logical block numbers 
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When a flawed block (F) is introduced at physical block 

location -3-, the logical block numbers are slipped on 

all blocks following the flawed block. 

Physical block numbers 0 1 2 3 4 5 6 7 8 9 
Logical block numbers 0 1 2 F 3 4 5 6 7 8 


Block re-numbering is handled for an alternate block (A), 
(physical block location -5-), the same as flawed block 
re-numbering. 


Physical block numbers 
Logical block numbers 
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The only time alternate block re-numbering is performed 
differently is when the alternate block location -5- is 
a flawed block. In this case, the alternate block is 
Slipped to the next non-flawed block location -6-. 


Physical block numbers = 0 1 2 3 4 =] 6 7 8 9 
Logical block numbers = 0 a: 2 F 3 F A 4 5 6 
Original alternate location -------------- 
New alternate location ----------------------- 


When a block has a flawed frame (cannot be read/written) 
found during normal operations, the block may be reassigned 
to allow for the usage of the block (see Section 13.1.2, 
Block Reassignment). 


Physical block numbers = 0 1 2 3 4 

Logical block numbers = 0 a 2 F 3 A 4 5 
Alternate block location ----------------- 
Flawed block found during operation ------------------ 


---- O00 
Ete 


Block numbering after reassignment of flawed block (B) to 
the alternate block position. 


Physical block numbers = 
Logical block numbers = 


The header and the list are recorded in each of the first 
three frames for additional redundancy; therefore, the list 
rae any of the three (3) frames can be used to skip flawed 
rames. 


